Vietos  of  the 

Halifax  Disaster 


Views  of  the 
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1917 


The  Ruins  of  St.  Joseph's  Roman  Catholic 
Church. 


The    demolished    Provincial  Exhibition 
Buildings. 


The  Foundation  only  of  this  home  remains. 


The  ruins  of  Hillis'  Foundry  and  the  Sugar 
Refinery. 


The  ruins  of  Grove  Church  and  Richmond 
School. 


In  the  Gottingen  Street  Section. 


A  wrecked  home  in  the  Richmond  section 


This  house,  though  at  a  distance,  was  badly 
wrecked. 


In  the  Gottingen  Street  district. 


A  Rescue  Party  braving  zero  weather. 


Gottingen  Street  Ruins. 


Ruins  Alexander  McKay  School. 


Ruins  of  Gland's  Brewery. 


The  remains  of  a  home  in  the  north  end. 


Extensive  damage  was  done  the  new  city  market 


A  case  of  "Get  out  and  get  under' 


The  remains  of  Grove  Presbyterian  Manse. 


All  that  is  left  of  a  home  in  the  Richmond 
section. 


Bloomfielrl  Public  School  anH  Bloomfield  High 
School  were  both  damaged. 


Another  scene  in  the  North  End,  corner 
Agricola  and  Almon  Streets. 


As  if  the  "Hun"  had  passed  this  way. 


A  Rescue  Party  in  the  North  End. 


Where  destruction  was  complete. 


Gun  of  the  steamer  Mont  Blanc  as  it  rests 
miles  from  the  scene  of  explosion. 


The .  Protestant  Orphanage  completely  wiped 
out. 


North  of  the  I.  R.  C.  Depot. 


Many  lives  were  lost  in  the  collapse  of  the 
Sugar  Refinery. 


The  walls  of  the  Cotton  Factory  alone  remain 


Street  scene  in  the  devastated  section. 


Another  scene  in  the  devastated  section. 


